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■ ; KENNEDY 

- The first independent expert 
to study X-rays of President 
Kennedy taken after his killing 
sard that they eiioiiiiatc anv 
doubt that Lee Harvev Oswald 
fired trie fatal shots, the New 
1 ork Times reports. 

In a front-page arjiri e the 
newspaper says that Dr John 
Lattimer, chairman of th° 
Department of Uroiogv at 
Columbia University, New York • 
was allowed on Friday to ! 
examine the X-rays in” the 
National Archives in Washing- 
ton. ° 

The New York Times save 
tiiar in an interview at the 
eiid Dr Lattimer said "tiie'x-ravs 
ana photographs completely dis- 
posed of any doubt about the 
vaha;ty of the Warren Commis- 

fir°e n i S .,r°;V ;hls, , or! lhai; Oswald 
hreu all tne snots that hit the 
President in Dallas in 1963.-1 
neuter. 
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